Brief comment text:

The Federal Communications Commission (FCC) is currently allowing public comment on a proposal by private company NextNav Inc. that would reconfigure the 902-928 MHz band widely used by amateur radio and Meshtastic, and replace it with a backup GPS system...

Do not sell the 900mhz bands! we love our meshtastic bands and want to keep them
Thank you

Use another band for GPS backup there are plenty but dont use a band that has an active comunnity around it causing millions of people to retool at expense to meet whatever new band
